Compiled Council Amendments to the Affordable Housing Overlay 8.8.19 

UPDATED AUGUST 13.2019 


Affordable Housing Overlay - AS REFERRED BY HOUSING COMMITTEE ON APRIL 25,2019 
ADD NEW DEFINITIONS TO ARTICLE 2.000: 


Affordable Housing Overlay (AHO). A set of modified development standards set forth in Section 
11.207.3 of this Zoning Ordinance intended to allow increases in density, limited increases in height, and 
relaxation of certain other zoning limitations for residential developments in which all units are made 
permanently affordable to households earning up to 100% of area median income. 


AMENDING language 


Offered by; 


Carlone 


Affordable Housing Overlay (AHO). A set of modified development standards set forth in Section 
11.207.3 of this Zoning Ordinance intended to allow increases in density, fimited-increases in height, and 
relaxation of certain other zoning limitations for residential developments in which all units are made 
permanently affordable to households earning up to 100% of area median income. 


Action: No action at Ordinance Meeting 8.8 


Affordable Housing Overlay (AHO) Dwelling Unit. A dwelling unit within an AHO Project for which 
occupancy is restricted to an AHO Eligible Household and whose rent or initial sale price is established 
by the provisions of Section 11.207.3 of this Zoning Ordinance. 


Affordable Housing Overlay (AHO) Eligible Household. A household whose gross household income 
does not exceed the amounts set forth in Section 11.207.3 of this Zoning Ordinance. 


ADDING lanenace Offered by; |Zondervan- 

Affordable Housing Overlay (AHO) Eligible Household. A household whose 
does not exceed the amounts set forth in Section 11.207.3 of this Zoning Ord 
was living in a buildins that is rebuilt or refurbished under the AHO. 

gross household income 
inance. or a household that 


Action: Edited to include “rebuilt or, ” but otherwise no action at 

Ordinance Meeting 8.8 

2 


Affordable Housing Overlay (AHO) Project. The construction of a new building or buildings and/or the 
modification of an existing building or buildings resulting in single-family, two-family, townhouse, or 
multifamily dwellings within which each dwelling unit is an AHO Dwelling Unit subject to the standards 
and restrictions set forth in Section 11.207 of this Zoning Ordinance. 


Grade. The mean finished ground elevation of a lot measured either around the entire perimeter of the 
building or along any existing wall facing a public street, which ground elevation is maintained naturally 
without any structural support. 


ADDING language 


Offered by: 


Zondervan 


Net Zero Reach- Buildine. A building that is constructed so as to maximize energy efficiency, elimin^ — 
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onsite fossil fuel combustion, maximize onsite renewable energy generation/recoverv (e.g. solar PV, 

geothermal or air-source heating & cooling), and maximize onsite water conservation. 


Action: No action at Ordinance Meeting 8.8 


ADDING language 


Offered by: 


Carlone 


Permeable Parkins. [Definition must be added! 


Action: No action at Ordinance Meeting 8.8 


Story. That portion of a building included between the upper surface of a floor and the upper surface of 

the floor or roof next above. 

Story Above Grade. A story whose highest point is more than 4 feet above the Grade. 

CREATE NEW SECTION: 

11.207 AFFORDABLE HOUSING OVERLAY 

1. Purpose and Intent 

The purpose of this Section is to promote the public good by supporting the development of 
housing that is affordable to households earning up to 100% of area median income. The intent of 
this Section is to allow incremental increases in density, limited increases in height, and 
relaxation of certain other zoning limitations for residential developments in which all units are 
made permanently affordable to households earning up to 100% of area median income (referred 
to as “AHO Projects,” as defined in Article 2.000 of this Zoning Ordinance); to incentivize the 
reuse of existing buildings in order to create AHO Projects that are more compatible with 
established neighborhood character; to promote the city’s urban design objectives (Article 19.301 
while enabling AHO Projects to be permitted as-of-right, subject to non-binding advisory design 
consultation procedures that follow design objectives set forth within this ordinance and the 
results of the design review process shall inform funding decisions bv the Affordable Housing 

Trust; and to apply such standards throughout the City, to promote city planning goals of 
achieving greater socioeconomic diversity and a more equitable distribution of affordable housing 
and related suDix)rt services citvwide. 


ADDING laacaace 

Offered by: 

Carlone 

ACTION: Approved as amended, language inserted above 


5 


ADDING IsBEiu^ 

Offered by: Devereux 

ACTION: Approved as amended, language inserted above 

Action: 

5A 


2. Applicability 
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(a) The provisions set forth in this Section shall apply to AHO Projects, as defined in Article 
2.000 of this Zoning Ordinance, in all zoning districts except Open Space Districts. 

(b) An AHO Project shall meet all of the standards set forth in this Affordable Housing Overlay, 
or else it shall be subject to the requirements otherwise applicable in the zoning district. 


ADDING language 


Offered by; 


Kelley 


Amendment by Kelley capping the number of units created under the AHO at 40 units per year failed on 
a vote of 1 in favor, 7 in the negative, and 1 recorded as present. 


Action; 


5B 


3. Standards for Eligibility, Rent, and Initial Sale Price for AHO Dwelling Units 

(a) All dwelling units in an AHO Project shall comply with the standards for AHO Dwelling 
Units as set forth in this Section. 


(b) For all AHO Dwelling Units: 


(i) AHO Dwelling Units shall be rented or sold only to AHO Eligible Households, with 
preference given to Cambridge residents, and former Cambridge residents who 
experienced a no-fault eviction in Cambridge in the last 12 months, in accordance with 
standards and procedures related to selection, asset limits, and marketing established by 
the Community Development Department. 


(ii) AHO Dwelling Units shall be created and conveyed subject to recorded covenants 
approved by the Community Development Department guaranteeing the permanent 
availability of the AHO Dwelling Units for AHO Eligible Households. 


AMENDING and ADDING language 


Offered by; 


Zondervan 


ACTION: (i) approved as amended by affirmative vote of 8 members. Councillor Simmons recorded as 
present. 

(Hi) Withdrawn with unanimous consent 
(iv) Withdrawn with unanimous consent 

Mayor McGovern wanted the staff to explore ways to prevent displacement across the board. _ 

Action: _____l_§- 


(c) For rental AHO Dwelling Units: 

(i) The gross household income of an AHO Eligible Household upon initial occupancy 
shall be no more than one-hundred percent (100%) of AMI. 

(ii) At least eighty percent (80%) of AHO Dwelling Units shall be occupied by AHO 
Eligible Households whose gross household income upon initial occupancy is no more 
than eighty percent (80%) of AMI. 

(iii) Rent, including utilities and any other fees routinely charged to tenants and approved 
by the Community Development Department, shall not exceed thirty percent (30%) of the 
gross household income of the AHO Eligible Household occupying the AHO Dwelling 
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Unit or other similar standard pursuant to an applicable housing subsidy program which 
has been approved by the Community Development Department. 

(iv) After initial occupancy, the gross household income of an AHO Eligible Household 
shall be verified annually, or on such other basis required by an applicable housing 
subsidy program which has been approved by the Community Development Department, 
to determine continued eligibility and rent, in accordance with policies, standards, and 
procedures established by the Community Development Department. 

(v) An AHO Eligible Household may continue to rent an AHO Dwelling Unit after initial 
occupancy even if the AHO Eligible Household’s gross household income exceeds the 
eligibility limits set forth above, but may not exceed one hundred twenty percent (120%) 
of AMI for more than one year after that Eligible Household’s gross household income 
has been verified to exceed such percentage, unless otherwise restricted pursuant to an 
applicable housing subsidy program which has been approved by the Community 
Development Department. 

(vi) Notwithstanding the requirements set forth in (i) through (v) above, an owner may 
voluntarily choose to charge a lower rent than as provided herein for AHO Dwelling 
Units. 

(d) For owner-occupied AHO Dwelling Units: 

(i) The gross household income of an AHO Eligible Household upon initial occupancy 
shall be no more than one-hundred percent (100%) of AMI. 

(ii) At least fifty percent (50%) of AHO Dwelling Units shall be sold to by AHO Eligible 
Households whose gross household income upon initial occupancy is no more than eighty 
percent (80%) of AMI. 

(iii) The initial sale price of an AHO Dwelling Unit shall be approved by the Community 
Development Department and shall be determined to ensure that the monthly housing 
payment (which shall include debt service at prevailing mortgage loan interest rates, 
utilities, condominium or related fees, insurance, real estate taxes, and parking fees, if 
any) shall not exceed thirty percent (30%) of the monthly income of: 

1. A household earning ninety percent (90%) of AMI, in the case of an AHO 
Dwelling Unit to be sold to an AHO Eligible Household whose income upon 
initial occupancy is no more than one-hundred percent (100%) of AMI; or 

2. A household earning seventy percent (70%) of AMI, in the case of an AHO 
Dwelling Unit to be sold to an AHO Eligible Household whose income upon 
initial occupancy is no more than eighty percent (80%) of AMI. 

(e) An AHO Project meeting the standards set forth herein as approved by the Community 
Development Department shall not be required to comply with the Inclusionary Housing 
Requirements set forth in 11.203 of this Zoning Ordinance. 


4. Use 
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(a) In all zoning districts, an AHO Project may contain single-family, two-family, townhouse, or 
multifamily dwellings as-of-right. Townhouse and Multifamily Special Permit procedures 
shall not apply. 

(c) An AHO Project may contain active non-residential uses on the ground floor as they may be 
permitted as-of-right in the base zoning district or the overlay district(s) that are applicable to 
a lot, which for the purpose of this Section shall be limited to Institutional Uses listed in 
Section 4.33, Office Uses listed in Section 4.34, and Retail and Consumer Service uses listed 
in Section 4.35 that provide services to the general public. 


AMENDING iangoage 


Offered by: 


Carlone 


(b) An AHO Project may contain active non-residential uses on the ground floor as they 
may be permitted as-of-right in the base zoning district or the overlay district(s) that are 
applicable to a lot, which for the purpose of this Section shall be limited to Institutional 
Uses listed in Section 4.33, Office Uses listed in Section 4.34, and Retail and Consumer 
Service uses listed in Section 4.35. All such ground floor uses shall that-provide services to 
the general public. 


Action: No action take at Ordinance Committee 8.8. 


AMENDING and ADDING hmgnage 


Offered byi 


Zondervan 


An AHO Project site that contains a previously existing non-residential use on the 
ground floor of a building must provide a viable site for the relocation for the use to 
operate during any redevelopment, renovation, construction, or any alternative 
thereto that would prohibit continuous operation of the existing use at the AHO 
Project site. A viable site will be defined as any locus where the existing use is 
allowable under Article 4 of this Ordinance that has similar operational costs and 
proximity to transit. All costs associated with relocation including loss of business 
will be the sole responsibility of the AHO Developer. Additionally, once the AHO 
Project is complete the AHO Developer is required to offer the previously existing 
non-residential use tenanta first right of refusal on any non-residential space on the 
ground floor of the AHO Project at a rental amount equal to 5% of annual gross 
income for the pre-existing non-residential use for a duration of less than ten (10) 
years. The first right of refusal must be offered after a certificate of occupancy is 
granted to non-residential use or within four (4) months of signing of a lease to any 
tenant in the building, whichever is the lesser. 


Action: 

(a) approved to delete new language on a voice vote of 9 members. 
Language is unchanged from original petition 

(b) Amendment failed 1-8-0. Language is unchanged from original 
petition. 

(i) Hold __ 


8 


5. Development Standards 
5.1 General Provisions 
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(a) For the purposes of this Section, the phrase “District Development Standards” shall refer to 
the development standards of the base zoning district as they may be modified by the 
development standards of all overlay districts that are applicable to a lot, but not the standards set 
forth within this Affordable Housing Overlay, and shall include standards that are permitted as- 
of-right or allowable by special permit. 


ADDING language 


Offered by; 


Kelley 


Councillor Kelley moved to amend to add a new subsection (d) An AHOproject may only be built on 
parcels as they existed at the time of ordination of the AHO. Motion failed 2-6-0-1. 


Action: 


8A 


(b) For an AHO Project, the following development standards shall apply as-of-right in place of 
the more restrictive District Development Standards, except as otherwise stated. Where the 
District Development Standards for any type of use are less restrictive than the standards set forth 
below, such less restrictive development standards shall apply as-of-right to an AHO Project. 

(c) An AHO Project that conforms to the following development standards shall not be subject to 
other limitations that may be set forth in Article 5.000 or other Sections of this Zoning Ordinance, 
including limitations on Floor Area Ratio (FAR) and lot area per dwelling unit, except as 
otherwise stated in this Section. 

5.2 Dimensional Standards for AHO Projects 

5.2.1 Building Height and Stories Above Grade 

(a) Where the District Dimensional Standards allow a maximum building height of 40 
feet or less, an AHO Project shall contain no more than four Stories Above Grade and 
shall have a maximum height of 45 feet, as measured from existing Grade. For AHO 
Projects containing active non-residential uses on the ground floor, the maximum height 
may be increased to 50 feet but the number of Stories Above Grade shall not exceed four 
stories. 

(b) BA and BA-2 Zones are to be regarded as "progressive transitional zones.” An AHO 

Project in these zones shall contain no more than six Stories Above Grade and shall 

have a maximum height of 65 feet, regardless of ground floor use. 

i- Portions of buildings that are within 35 feet of a district w hose District 

Dimensional Standards allow a maximum building height of 35 feet or less 

shall be reduced to a maximum of four Stories Above Grade and a maximum 

height of 47 feet, as measured from existing Grade, except where the 

building abuts a non-residential use. 



ADDING laHgnaEe 


Offered by; 


Carlone 
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(b) amendment failed 4-5-0 

(i) Amendment carried 9-0-0 


Action: 

10 


(d) Where the District Dimensional Standards allow a maximum building height of more 
than 40 feet, an AHO Project shall contain no more than seven Stories Above Grade 
and shall have a maximum height of 80 feet, as measured from existing Grade, 
except as further limited below. 


AMENDING laagnage 

Offered by: 

Carlone 

Withdrawn with unanimous consent. 

Action: 

11 


(i) Portions of buildings that are within 35 feet of a district whose District 
Dimensional Standards allow a maximum building height of 40 feet or less shall 
be reduced to a maximum of five Stories Above Grade and a maximum height of 
60 feet, as measured from existing Grade, except where the building abuts a non- 
residential use. 

(d) Each Story Above Grade shall have a minimum height of 10 feet. 

(el No dwelling units shall be located below grade. 


ADDING langnige 

Offered by: 1 Mallon & McGovern 

Auvroved on a voice vote of 9 members __-— 

Action: 

^12 


ADDING lansiuuEe Offered by: 1 Mallon & McGovern— 

5.2.2 FAR Limitations in Residential Districts 

tal Where the District Dimensional Standards allow a maxin 
feet or less, an AHO Proiect shall have an FAR limit of 3.0. 

lum buildine heieht of 40 


Action: Referred to Community Development by Mayor McGovern 

NOTE Amendment 36 section (d) by Councillor Zondervan was also 
referred to Community Development by the Mayor. 

13 


ADDING language 


Offered by; 


Carlone 


5.2.2 Density 

(a) Floor Area Ronns Ratios [Spoken City analysis ind icated that ihe allowahle square 

fnntave must be multipliedbv 2.5 (for existim high e r density districts) to 4.0 (for existing 

lower density districts) to make affordable housing econ omically viable in our existing 

housine and commercial market.} 
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(b) Bonus Density Chart [include existing FAR and proposed Bonus FAR for each affected 

zonim district] 


Action: Referred to Community Development by Mayor McGovern 


14 


5.2.3 Yard Setbacks 

(a) For the purpose of this Section, the applicable District Dimensional Standards shall 
not include yard setback requirements based on a formula calculation as provided in 
Section 5.24.4 of the Zoning Ordinance, but shall include non-derived minimum yard 
setback requirements set forth in Article 5.000 or other Sections of this Zoning 
Ordinance. 

(b) An AHO Project shall use the average front yard setback of existing, adjacent 
buildings (two on each side but not including comer lots) above two (2) stories high or as 

called out in zoning, whichever is less. Comer lots shall have a minimum front yard 
setback of 10 feet, except where the District Dimensional Standards establish a less 
restrictive requirement. How e v e r, th e front yard s e tback may b e r e duc e d to th e av e rag e of 
th e front yard s e tbacks of - th e pr e e xisting buildings on th e lots adjac e nt th e r e to on e ither 

s id e , if such av e rag e is l e ss than th e front yard s e tback oth e rwis e r e quir e d. 


AMENDING 1—gneg* 


Offered by; 


Carlone 


Approved by affirmative vote of 7 members. Councillors Simmons and Toomey recorded in the negative. 

Action: | fs 


(c) An AHO Project shall have a minimum side yard setback of 7.5 feet, except where the 
District Dimensional Standards establish a less restrictive requirement. 


AMENDING lanenaee 

Offered by: I Carlone 

Amendment failed 4-5-0 

Action: 

16 


(d) An AHO Project shall have a minimum rear yard setback of 20 feet, except where the 
District Dimensional Standards establish a less restrictive requirement. 


AMENDING lanenaee 

Offered by: Carlone 

Amendment failed 4-5-0 

Action: 

17 


(e) Projecting eaves, chimneys, bay windows, balconies, open fire escapes and like 
projections which do not project more than 3.5 feet from the principal exterior wall plane, 
and unenclosed steps, unroofed porches and the like which do not project more than ten 
(10) feet beyond the line of the foundation wall and which are not over four (4) feet 
above Grade, may extend beyond the minimum yard setback. 
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(f) Bicycle parking spaces, whether short-term or long-term, and appurtenant structures 
such as coverings, sheds, or storage lockers may be located within a required yard 
setback but no closer than 7.5 feet from an existing residential structure that abuts . 


ADDING laneuaee Offered by: 

Devereux 

Approved as amended by affirmative vote of nine members. 

Action: 

17A 


5.2.4 Open Space 

(a) Except where the District Dimensional Standards establish a less restrictive 

requirement or as otherwise provided below, the minimum percentage of open space 
to lot area for an AHO Project shall be 30%. However, the minimum percentage of 
open space to lot area may be reduced to no less than 15% if at least one of the 
following criteria is met: 

(i) An ar e a comm e nsurat e with suoh r e duction is us e d to provid e off str ee t 

surfac e parking spoo e s on th e lot along with n e cessary d riv e ways and acc e s s 

aisl es . 


STRIKING Language 

Offered by: 

Mallon & McGovern 
2^ndervan 

Amendment approved on an affirmative vote of nine members. 

Action: 

18 


(ii) The AHO Project includes the preservation and protection of an existing 
building included on the State Register of Historic Places. 


ADDING Langnagc 

Offered by: 

Zondervan 

Amendment failed 4-4-0-1. 

Action: 

19 


(b) The required open space shall be considered Private Open Space but shall be subject 
to the limitations set forth below and shall not be subject to the dimensional and other 
limitations set forth in Section 5.22 of this Zoning Ordinance. Private Open Space shall 
exclude parking and driveways for automobiles. 


(c) At l e a s t half All of the required open space at grade level shall meet the definition of 
Permeable Open Space as set forth in this Zoning Ordinance. 


AMENDING Language 


Offered by; 


Zondervan 


Approved as amended by an affirmative vote of 8 members. Councillor Simmons recorded in the 

negative. 


Action: 


20 
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(d) Shared above grade spaces, such as roof decks or balconies accessible to all lenants 

may count towards no more than 25% of the private open space. AU of th e r e quir e d op e n 
spac e sha H- b e l ocat e d at Grad e of on porch e s an d- d e c^k s that ar e no high e r than th e floor 

e l e vation of th e low es t Story Abov e Grad e . Op e n spac e may b e locat e d at high e r l e v e ls, 

s uch os balconi e s and d e cks, but shall not count toward m ee ting th e r e quir e d Privat e 
Op e n Spac e for th e purpos e of this Affordabl e Housing Ov e rlay. 


STRIKING and ADDING LuttWttB Offered by: 

Mallon & McGovern 

Approved as amended by the afUrmattye vote of nine members. 

Action: 

21 


(e) For the purpose of this Affordable Housing Overlay, area used for covered or 
uncovered bicycle parking spaces that are not contained within a building shall be 
considered Private Open Space ; but shall not b e consid e r e d P e rm e abl e Op e n Space . 


STRIKING lanemme Offered by: 

Zondervan 

Approved by the affirmative vote of 9 members to strike language. 

Action: 

22 


5.3 Standards for Existing Buildings 

A building that is in existence as of the effective date of this Ordinance and does not conform to 
the standards set forth above in this Affordable Housing Overlay may be altered, reconstructed, 
extended, and/or enlarged for use as an AHO Project as-of-right in accordance with the standards 
set forth below. Except as otherwise stated, the following standards shall apply to development 
contained within the envelope of the existing building, and enlargements or additions occurring 
outside the envelope of the existing building shall conform to the standards for new construction 
set forth above. 

(a) The modifications to a nonconforming structure allowed as-of-right or by special 
permit in Article 8.000 of this Zoning Ordinance shall be allowed as-of-right for an AHO 
Project. 

(b) Gross floor area may be added or reconstructed within the interior of the existing 
building, provided that the resulting number of Stories Above Grade is not more than the 
greater of the existing number of Stories Above Grade, the maximum number of stories 
permitted for new construction as set forth above, or the existing height of the building 
divided by 10 feet. 

(c) Insulation may be added to the exterior of an existing exterior wall to improve energy 
efficiency, provided that the resulting exterior plane of the wall shall either conform to 
the yard setback standards for an AHO project set forth above or shall not intrude more 
than eight (8) inches further into the existing yard setback. 

(d) An existing building may be moved to a new location on a lot, provided that the 
resulting height of the building above Grade at its new location shall be no greater than 
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the height above Grade at its existing location, or the maximum building height permitted 
for an AHO Project as set forth above, whichever is greater, and also provided that the 
resulting yard setbacks shall not increase any nonconformance with the required yard 
setbacks set forth above for an AHO Project. 

(e) Where the existing amount of open space on the lot does not conform to the standards 
for an AHO Project set forth above, the existing amount of open space shall be the 
required amount. However, permitted alterations to the structure or lot including but not 
limited to moving the building footprint, installing exterior insulation, installing bicycle 
parking, or installing exterior features to improve accessibility may displace existing 
open space so long as such open space is reestablished elsewhere on the site to the extent 
possible and the total amount of open space is not decreased from the existing condition 
by more than 5% or 100 square feet, whichever is greater. 


STRIKING and ADDING language 

Offered by: 

Devereux 

Withdrawn with unanimous consent. 

Action: 

22A 


6. Parking and Bicycle Parking 

The limitations set forth in Article 6.000 of this Zoning Ordinance shall be modified as set forth 
below for an AHO Project. 


a.l Required Off-Street Accessory Parking 

(a) Off str ee t parking shall b e r e quired at a minimmn ratio of 0.1 space per AHO 

Dwelling Unit, e xc e pt oa furth e r modified b e low. 

(b) Off-street parking shall not be required for an AHO Project on a lot that is located, in 
whole or in part, within one half-mile of a public rapid transit station or within one 
quarter-mile of a bus stop with a scheduled peak hour frequency of at least six buses 
per hour during 7:00 to 9:00 AM and 4:00 to 6:30 PM on weekdays. 


AMENDING Language 


Offered by; 


Zondervan 


(b) (a) Off-street parking shall not be required for an AHO Project except to ensure 

compliance with the ADA. In addition to providing ADA c ompliant parking, paricing 

and driveway infrastructure shall be included to accommodate pic k-up and drop-off 

activities bv motor vehicle, as well as short-term parking and l oading zones for 
moving vans and delivery trucks on a lot that is loeot e d, in who le or ui part, withm 
. ■ ” ■ ' mil e of a b u' 


nn a hnlf mil e of a puhlio rapid transit station or within on e quart ef- 


itep 


with g sch e duled p e ak hour fr e qu e ncy of at l e ast six bus e s per hour during 7:00 - t e 
9:00 AM and 1:00 to 6:30 PM on w ee kdays . 


Action: 


(a) approved by affirmative vote of 9 members to delete language. 

(b) Referred to the Community Development to review language 

(c) Stricken 

(d) Striken _ 


23 
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(o) Th e r e quir e m e nt for off s tre e t parking s pac es shall b e waiv e d for AHO Dw e lling 
Unit s created within e xi s ting buildings in e xist e no e as of th e e ff e ctiv e dat e of this 
Qr di nano e . In addition, th e r e quir e m e nt for off stre e t parking spac e s shall b e waiv e d for 
any n e w construction, in th e form of additions or stand alon e buildings, of an AHO 

Proj e ct on a lot that also includ es th e pr e s e rvation and prot e ction of a building includ e d 

on th e Stat e R e gist e r of Historic Plac e s. 

(d) Wh e r e th e numb e r of off str ee t par ki ng spac e s r e qu i r e d by this Affordabl e Housing 

Ov e rlay would oth e rwis e b e four spac e s or f e w e r, th e requir e m e nt to -p rovid e off s fr eet 

parking spac e s shall b e waiv e d. 


STRIKING and ADDING language 

Offered by: 

Devereux 

Withdrawn with unanimous consent. 

Action: 


23A 


6.2 Accessory Parking Provided Off-Site 

(a) Off-street parking facilities may be shared by multiple AHO Projects, provided that 
the requirements of this Section are met by all AHO Dwelling Units served by the facility 
and the facility is within 1,000 feet of all AHO Projects that it serves. 

(b) Off-street parking facilities for an AHO Project may be located within existing 
parking facilities located within 1,000 feet of the AHO Project and in a district where 
parking is permitted as a principal use or where the facility is a pre-existing 
nonconforming principal use parking facility, provided that the owner of the AHO 
Project shall provide evidence of fee ownership, a long-term lease agreement or 
renewable short-term lease agreement, recorded covenant, or comparable legal 
instrument to guarantee, to the reasonable satisfaction of the Superintendent of Buildings, 
that such facilities will be available to residents of the AHO Project. 

6.3 Modifications to Design and Layout Standards for Off-Street Parking 

(a) Notwithstanding Section 6.43.2, parking spaces may be arranged in tandem without 
requiring a special permit, provided that no more than two cars may be parked within any 
tandem parking space. 

(b) Notwithstanding Section 6.43.6, owners of adjacent properties may establish common 
driveways under mutual easements without requiring a special permit. 

(c) Notwithstanding Paragraph 6.44.1(a), on-grade open parking spaces may be located 
within 10 feet but not less than 5 feet from a building wall on the same lot or 7.5 feet 
from an adjacent lot at the basement or first story without requiring a special permit, 
provided that such parking spaces are screened from buildings on abutting lots by a f e nc e 
or d e ns e year round visual screen plantings. 

(d) Notwithstanding Paragraph 6.44.1 (b), on-grade open parking spaces and driveways 
may be located within 5 feet of a side or rear property line or within 7.5 feet of an 
abutting residential structure without requiring a special permit, provided that screening 
is provided in the form of a f e nc e or d e ns e plantings year round visual screen p lantings at 
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the property line, unless such screening is waived by mutual written agreement of the 
owner of the lot and the owner of the abutting lot. 


AMENDING laneuase Offered by: 

Devereux 

Approved as amended by the affirmative vote of nine members. 

Action: 

23B 


6.4 Modifications to Bicycle Parking Standards 

(a) Notwithstanding Section 6.104, long-term or short-term bicycle parking spaces may 
be located anywhere on the lot for an AHO Project or on an adjacent lot in common 
ownership or under common control. 

(b) Notwithstanding Section 6.107.5, up to 20 long-term bicycle parking spaces may be 
designed to meet the requirements for Short-Term Bicycle Parking Spaces, so long as 
they are covered from above to be protected from precipitation. 

(c) The requirement for short-term bicycle parking shall be waived where only four of 
fewer short-term bicycle parking spaces would otherwise be required. 

(d) The number of required bicycle parking spaces shall be reduced by half, up to a 
maximum reduction of 28 spaces, where a standard-size (19-dock) Public Bicycle 
Sharing Station is provided on the lot or by the developer of the AHO Project on a site 
within 500 feet of the lot, with the written approval of the City if located on a public 
street or other City property, or otherwise by legally enforceable mutual agreement with 
the owner of the land on which the station is located as approved by the Community 
Development Department. If additional Public Bicycle Sharing Station docks are 
provided, the number of required bicycle parking spaces may be further reduced at a rate 
of 0.5 bicycle parking space per additional Public Bicycle Sharing Station dock, up to a 
maximum reduction of half of the required number of spaces. 

(e) For AHO Dwelling Units created within an existing building, bicycle parking spaces 
meeting the standards of this Zoning Ordinance shall not be required but are encouraged 
to be provided to the extent practical given the limitations of the existing structure. 
Bicycle parking spaces shall be provided, as required by this 2^ning Ordinance, for 
dwelling units in an AHO Project that are constructed fully outside the envelope of the 
existing structure. 


6.5 Transportation Demand Management 

An AHO Project whose parking requirements are waived pursuant to the provisions of this 
Section shall provide, in writing, to the Community Development Department a Transportation 
Demand Management program containing the following measures, at a minimum: 


(a) Offering either a free annual membership in a Public Bicycle Sharing Service, at the 
highest available tier where applicable, or a 50% discounted MBTA combined subway 
and bus pass for three months or pass of equivalent value, to up to two individuals in each 
household upon initial occupancy of a unit. 


STRIKING language 


Offered by: 


Devereux 
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(a) Offering either a free annual membership in a Public Bicycle Sharing Service, at the 
highest available tier where applicable, or a 50% discounted MBTA combined subway 
and bus pass for thr ee months or pass of equivalent value, to up to two individuals in 
each household upon initial occupancy of a unit. 


Action: No action at Ordinance Meeting 8.8. 


23C 


(b) Providing transit information in the form of transit maps and schedules to each 
household upon initial occupancy of a unit, or providing information and a real-time 
transit service screen in a convenient common area of the building such as an entry way or 
lobby. 


ADDING Language 

Offered by; 

Carlone 

Failed on a voice vote of seven and Vice Mayor Devereux recorded as present. 

Action: 

24 


7 Building and Site Design Standards for New Development 
7.1 General Provisions 

(a) The following design standards shall apply to all AHO Projects. Except where 
otherwise stated, the Project Review requirements set forth in Article 19.000 of this 
Zoning Ordinance and any design standards set forth in Section 19.50 or elsewhere in the 
Zoning Ordinance shall not apply if the following standards are met; however, the design 
standards specific to the project area are encouraged to be met to the extent possible if 
they are not in conflict with the purpose of this Section. 


NOTE; MS. FAROOQ EXPRESSED NEED FOR CDD TO REVIEW 7.1 General Provisions fa) 


(b) The following design standards shall apply to new construction and to additions to 
existing structures. Except as otherwise provided, an existing building that is altered or 
moved to accommodate an AHO Project shall not be subject to the following standards, 
provided that such alterations do not create a condition that is in greater nonconformance 
with such standards than the existing condition. 


ADDING 


Language 


Offered by; 


Carlone 


(c) Character of street — Since each potential AHO site and its surrounding context is 

different from street to street an analysis of both the common and diverse 
characteristics of each site’s street architectural and urban qualities is required prior to 
the design phase. If a particular street has a diverse collection of building t\ pes. and 

setbacks, heights, density, etc. var\' significantls , a new AHO building will more easily 

fit in. However, if the street has fairly consistent, architectural and urban design 

characteristics, a new AHO project shall incorporate as manv of those qualities as 

possible into its design. 
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Action: Motion to move to guidelines carried on an affirmative vote of 9 

25 

members. 



12 Site Design and Arrangement 

(a) The area directly between the front lot line and the principal wall plane of the 
building nearest to ^e front lot line shall consist of any combination of landscaped area, 
hardscaped area accessible to pedestrians and bicyclists, and usable spaces such as 
uncovered porches, patios, or balconies. Parking and other motor vehicle uses, including 
service and loading facilities, shall not be located within such area, except for driveway 
access which shall be limited to a total of thirty (30) feet of width for any individual 
driveway for each one hundred (100) feet of lot frontage. 


AMENDING T.angii«ge I Offered byr | Carlone 

(a) The area directly between the front lot line and the principal wall plane of the 
building nearest to the front lot line shall match its street context and consist of any 
oombinatio ft of landscaped area, hardscaped area accessible to pedestrians and bicyclists, 
and usable spaces such as uncovered porches, patios, or balconies. Parking and other 
motor vehicle uses, including service and loading facilities, shall not be located within 
such area, except for driveway access which shall be limited to a total of thirty (30) feet 
of width for any individual driveway for each one hundred (100) feet of lot frontage. 


Action: No action at Ordinance Meeting 8.8. 


(b) Pedestrian entrances to buildings shall be visible from the street, except where the 
building itself is not visible from the street due to its location. All pedestrian entrances 
shall be accessible by way of access routes that are separated from motor vehicle access 
drives. 

(c) A building footprint exceeding 250 feet in length, measured parallel to the street, shall 
contain portions that are set back by at least 40 feet in depth measured from and 
perpendicular to the front lot line and at least 40 feet in width measured parallel to the 
front lot line. 


AMENDING Language 


Offered by; 


Carlone 


(c) A building footprint exceeding 350 150 feet in length, measured parallel to the street, 
shall contain portion s entry courtyards that are set back by at least 40 feet in depA 
measured from and perpendicular to the front lot line and at least 40 30 feet in width 
measured parallel to the front lot line. 


Action: No action at Ordinance Meeting 8.8. 


27 


7.3 Building Facades 
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(a) At least 15% of the area of building fa 9 ades facing a public street or public open 
space shall consist of clear glass windows. For buildings located in a Business A (BA), 
Business A-2 (BA2), Business B (BB) or Business C (BC) zoning district, this figure 
shall be increased to 25%. 


AMENDING Langnage 


Offered by; 


Carlone 


(a) At least 4-5% 20% of the area of building fa 9 ades facing a public street or public open 
space shall consist of clear glass windows. For buildings located in a Business A (BA), 
Business A-2 (BA2), Business B (BB) or Business C (BC) zoning district, this figure 
shall be increased to 25%. 30% residential, and 70% retail/active use on the first floor. 


Action: No action at Ordinance Meeting 8.8. 


28 


(b) Building fa 9 ades shall incorporate architectural elements that project or recess by at 
least two feet from the adjacent section of the fa 9 ade. Such projecting or recessed 
elements shall occur on an average interval of 40 linear horizontal feet or less for portions 
of the fa 9 ade directly facing a public street, and on an average interval of 80 linear 
horizontal feet or less for other portions of the fa 9 ade. Such projecting or recessed 
elements shall not be required on the lowest Story Above Grade or on the highest Story 
Above Grade, and shall not be required on the highest two Stories Above Grade of a 
building containing at least six Stories Above Grade. The intent is to incorporate 
elements such as bays, balconies, cornices, shading devices, or similar architectural 
elements that promote visual interest and residential character, and to allow variation at 
the ground floor and on upper floors where a different architectural treatment may be 
preferable. 

(c) To provide additional visual interest to the fa 9 ade, for window openings above the 
ground floor facing a public street or public open space, the developer is encouraged to 
include architectural elements that provide depth and/or surface relief such as recessed or 
projecting window surfaces, sills, sun shades, or shutters. 


STRIKING l4iiigB«ge 


Offered by: 


Carlone 


(o) To provid e additional visual intor e st to th e fa 9 ad e , for window op e nin gs abov e-the 

ground floor fooing a public str ee t or public op e n spac e , th e d e v e lop e r is e ncourag e d to 

includ e arohit e otural e l e m e nts that provid e d e pth and/or surfac e r e li e f such os rece s s e d or 

proj e ctmg window surfac e s, sills, s u n shad e s, or shutt e rs. [See proposed Amendment 41 
adding Section 10 Overlay Design Consultation Objectives] 


Action: No action at Ordinance Meeting 8.8. 


29 


7.4 Ground Floors 

(a) The elevation at floor level of the ground floor of a building, meaning the lowest story 
above Grade, shall be at the mean Grade of the abutting public sidewalk, or above such 
mean Grade by not more than four feet. Where active non-residential uses are provided at 
the ground floor, the ground floor shall be accessible directly from the sidewalk without 
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requiring use of stairs or a lift. The requirements of this paragraph shall not apply if it is 
determined by the City Engineer that a higher ground floor elevation is necessary for the 
purpose of flood protection. 

(b) Where structured parking is provided within the ground floor of a building, the 
portion of the building immediately behind the front wall plane shall consist of residential 
units, common areas, or other populated portions of the building in order to screen the 
provided parking over at least 50% of the length of the fa 9 ade measured parallel to the 
street. 


AMENDING Language 


Offered by; 


Carlone 


(b) Where structmed parking and/or bicycle storage is provided within the ground floor 
of a building, the portion of the building immediately behind the front wall plane shall 
consist of residential units, common areas, or other populated portions of the building in 
order to screen the provided parkin g/bicvcle storage over at least #0% 75% of the length 
of the facade measured parallel to the street or on the principal street if on a comer site . 


Action: No action at Ordinance Meeting 8.8. 


30 


(c) The fa 9 ade of a ground floor facing a public street shall consist of expanses no longer 
than 25 feet in length, measured parallel to the street, which contain no transparent 
windows or pedestrian enttyways. 

(d) If the ground floor is designed to accommodate active non-residential uses, the 
following additional standards shall apply: 

(i) the height of the lowest story above Grade for that portion of the building 
containing active non-residential uses shall be at least 15 feet; 

(ii) the depth of the space designed for active non-residential uses shall be at least 
35 feet on average measured from the portion of the fa 9 ade that is nearest to the 
front lot line in a direction perpendicular to the street, and measured to at least 
one street in instances where the space abuts two or more streets; and 

(iii) that portion of the ground floor fa 9 ade containing active non-residential uses 
shall consist of at least 50% transparent glass windows. 


AMENDING Ijanguage 


Offered by; 


Carlone 


(ii) the depth of the space designed for active non-residential uses shall be at least 
40 feet on average measured from the portion of the fa 9 ade that is nearest to 
the front lot line in a direction perpendicular to the street, and measured to at least 
one street in instances where the space abuts two or more streets; and 


(iii) that portion of the ground floor fa 9 ade containing active non-residential uses 
shall consist of at least 50% (office/servicel to 70% tretail) transparent glass 
windows. 
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Action: No action at Ordinance Meeting 8.8. 


31 


(e) Ground floors shall be designed to accommodate at least one space for an active 
nonresidential use on sites that are located in a Business base zoning district, and where 
the project site and at least one of the lots abutting the project site contains or has 
contained a retail and consumer service use at any point within the past two years. 


SUBSTITUTING Language 


Offered by: | Mallon & McGovern 


- ( ■& ) Ground floors sha l l b e d e sign e d to occommodat e at l e ast on e spac e for an nctivc 

B onr e sid e ntiol ua e on sit e s that arc locat e d -i n a Business bas e zon i ng district, and where 

th e project s i t e and at le ast on e of th e lots abutting th e proj e ct sit e co n tain s O F-has 

contain e d a r e tail and consum e r se rvice us e at any point within th e post two y e ars. 

e) Ground floors located in a business base zoning district may include retail space or 

space used b\ the developer to support activities and services related to their mission as 

nonprofit entities, i.e. workforce development job connectors, etc. 


Action: No action at Ordinance Meeting 8.8. 


32 


ADDING I-awgwage 


Offered by; 


Zondervan 


(e) Ground floors shall be designed to accommodate at least one space for an active 
nonresidential use on sites that are located in a Business base zoning district, and where 
the project site and or at least one of the lots abutting the project site contains or has 
contained a retail and or consumer service use at any point within the past two years. 

(i) Such non-residential space shall be made available at an affordable rent as 

specified in Section 4.b.i. 


Action: No action at Ordirumce Meeting 8.8. 

33 


AMENDING Lansiuife 

Offered by: 

Carlone 


(e) Ground floors shall be designed to accommodate at least one space f50% of existing 
frontage) for an active nonresidential use on sites that are located in a Business base 
zoning district, and where the project site and at least one of the lots abutting the project 
site contains or has contained a retail and consumer service use at any point within the 
past two years. Each proposed project's non-residential frontage length and its context 
shall be separately evaluated. 


Action: No action at Ordinance Meeting 8.8. 


34 


7.5 Mechanical Equipment, Refuse Storage, and Loading Areas 
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All mechanical equipment, refuse storage, or loading areas serving the building or its occupants 
that are (1) carried above the roof, (2) located at the exterior building wall or (3) located outside 
the building, shall meet the requirements listed below. Mechanical equipment includes, but is not 
limited to, ventilation equipment including exhaust fans and ducts, air conditioning equipment, 
elevator bulkheads, heat exchangers, transformers and any other equipment that, when in 
operation, potentially creates a noise detectable off the lot. The equipment and other facilities: 

(a) Shall not be located within any required setback. This Paragraph (a) shall not apply to 
electrical equipment whose location is mandated by a recognized public utility, provided 
that project plans submitted for review by the City identify a preferred location for such 
equipment. 

(b) When on the ground, shall be permanently screened from view from adjacent public 
streets that are within 100 feet of the building, or from the view from abutting property in 
separate ownership at the property line. The screening shall consist of densely planted 
year round visual screen shrubs or trees equal or greater in height at the time of 
installation than the equipment or facilities to be screened, or a fence of equal or greater 
height that is comparable in quality to the materials used on the principal facades of the 
building, with no more than twenty-five (25) percent of the face of the fence open with 
adjacent planting. 

(c) When carried above the roof, shall be permanently screened from view, from the 
ground, from adjacent public streets and any abutting residentially used lot or lots in a 
residential zoning district. The screening shall be at least 50% opaque, uniformly 
distributed across the screening surface. 


ADDING Language 


Offered by; 


Carlone 


(c) When carried above the roof, shall be setback from the facade and permanently 
screened from view, from the ground, from adjacent public streets and any abutting 
residentially used lot or lots in a residential zoning district. The screening shall be at 
least 50% 75% opaque, uniformly distributed across the screening surface. 


Action: No action at Ordinance Meeting 8.8. 


35 


(d) Shall meet all city, state and federal noise regulations, as applicable, as certified by a 
professional acoustical engineer if the Department of Inspectional Services deems such 
certification necessary. 

(e) That handle trash and other waste, shall be contained within the building or screened 
as required in this Section until properly disposed of. 

7.6 Environmental Design Standards 

(a) This Section shall not waive the Green Building Requirements set forth in Section 
22.20 of this Zoning Ordinance that may otherwise apply to an AHO Project. 


ADDING Language 


Offered by; 


Zondervan 
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Action: No action at Ordinance Meeting 8.8. 

39 



(4) Floor plans of all proposed new buildings and existing buildings to remain on the lot. 

(5) Elevations and cross-section drawings of all proposed new buildings and existing 
buildings to remain on the lot, depicting the distances to lot lines and the heights of 
surrounding buildings, and labeling the proposed materials on each fa 9 ade elevation. 

(6) A landscape plan depicting and labeling all hardscape, permeable, and vegetated areas 
proposed for the site along with other structures or appurtenances on the site. 

(7) Plans of parking and bicycle parking facilities, as required by Section 6.50 of this 
Zoning Ordinance. 

(8) Materials palettes cataloguing and depicting with photographs the proposed fafade 
and landscape materials. Chosen points of view to be decided in concert with CDD urban 
desim staff. 

(9) Existing conditions photographs from various vantage points on the public sidewalk, 
including photos of the site and of the surrounding urban context. 

(10) Proposed conditions perspective renderings from a variety of vantage points on the 
public sidewalk, including locations adjacent to the site as well as longer views if 
proposed buildings will be visible from a distance. 

(11) A dimensional form, in a format provided by CDD, along with any supplemental 
materials, summarizing the general characteristics of the project and demonstrating 
compliance with applicable zoning requirements. 

(12) A brief project narrative describing the project and the design approach, and 
indicating how the project has been designed in relation to the citywide urban design 
objectives set forth in Section 19.30 of the Zoning Ordinance, any design guidelines that 
have been established for the area, and design guidelines established for AHO Projects in 
Cambridge. 


ADDING langiuiee Offered by: 

Devereux 

n31 Shadow studies that show the imoact on neiehborina nrooerties with existine solar 

installations. 


(14) A financial nro-forma that shows the AHO develooer’s 

orofit does not exceed the 

maximum allow'ed under Chapter 40B of State law. 

Action: No action at Ordinance Meeting 8.8. 

39A 



(c) Within 65 days of receipt of a complete set of materials by CDD, the Planning Board shall 
schedule a design consultation as a general business matter at a public meeting. The materials 
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shall be made available to the public in advance, and the Planning Board may receive written 
comments prior to the meeting from City staf f, abutters, and from the general public. 


AMENDING language 


Offered by; 


Devereux 


(c) Within 65 days of receipt of a complete set of materials by CDD, the Planning Board shall 
schedule a design consultation os a g e n e ral busin e ss matt e r at a public meeting. The materials 
shall be made available to the public in advance, and the Planning Board may receive written and 
oral comments prior to the meeting from City sta ff, abutters, and from the general public. 


Action: No action at Ordinance Meeting 8.8. 


39B 


(d) At the scheduled design consultation, the Planning Board shall hear a presentation of the 
proposal from the developer and comments from the public. The Board may ask questions or seek 
additional information from the developer or from City staff. 

(e) The Planning Board shall evaluate the proposal for general compliance with the requirements 
of this Section, for consistency with City development guidelines prepared for the proposal area 
and for AHO Projects in general, for appropriateness in terms of other plaimed or programmed 
public or private development activities in the vicinity, and for consistency with the Citywide 
Urban Design Objectives set forth in Section 19.30. The Board may also suggest specific project 
adjustments and alterations to further the purposes of this Ordinance. The Board shall 
communicate its findings in a written report provided to the developer and to CDD within 20 days 
of the design consultation. 

(f) The developer may then make revisions to the design, in consultation with CDD staff, and 
shall submit a revised set of documents along with a narrative summary of the Planning Board’s 
comments and changes made in response to those comments. 

(g) The Planning Board shall review and discuss the revised documents at a second design 
consultation meeting, which shall proceed in accordance with Paragraphs (c) and (d) above. 
Following the second design consultation, the Planning Board may submit a revised report and 
either the revised report or if there are no revisions the initial report shall become the final report 
(the “Final Report”). Any additional design consultations to review further revisions may occur 
only at the discretion and on the request of the developer. 


ADDING langaage 


Offered by; 


Carlone 


(g) The Planning Board shall review and discuss the revised documents at a second design 
consultation meeting, which shall proceed in accordance with Paragraphs (c) and (d) above. 
Following the second design consultation, the Planning Board may submit a revised report and 
either the revised report or if there are no revisions the initial report shall become the final report 
(the “Final Report”). Any additional design consultations to review further revisions may occur 
only at the discretion and on the request of the developer or the principal funder. Cambridge’s 
Affordable Housing Trust. 


Action: No action at Ordinance Meeting 8.8. 


40 
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(h) The Final Report from the Planning Board shall be provided to the Superintendent of 
Buildings to certify compliance with the procedures set forth herein. 


ADDING langnatge Offered by: Carlone 

10 Overlay Desien Consultation Obiectives 

Given the need to increase density and heiaht and reduce setbacks, all design efTorts should lessen the 

impact of ereater massing as described below. The urban design and architectural objectives in this part 

10 and elsewhere in this Section 11.207 are intended to provide cuidance to affordable housinc 

developers, the Planning Board, the Affordable Housing Trust, and the general public as to the city’s 

Dolicies with reeard to the form and character desirable for new affordable housing developments in the 

citv. The Affordable Housing Trust shall aoolv these design obiectives when making proiect-funding 

decisions. It is understood that aonlication of these principles can vary with the context of specific 

building nronosals in wavs that nevertheless, fully respect the policies' intent. It is intended that 

oroDonents of nroiects. and citv staff, the Planning Board and the general public should be open to 

creative variations from the detailed orovisions presented in this Section as long as the core values 

exoressed are being served. A nroiect need not meet all the obiectives of this section. 

fa) Character of street - Since each notential AHO site and its surrounding context is different from 

street to street; an analysis of both the common and diverse characteristics of each site’s street 

architectural and urban Qualities is required nrior to the design phase. If a particular street has a 

diverse collection of building tvnes. setbacks, etc., a new AHO building will more easily fit in. 

However, if the street has fairlv consistent architectural and urban design characteristics, a new 

AHO oroiect shall incorporate as many of those qualities as possible into its design. 

fb) New buildings and additions shall be well-studied, handsome structures that feel comfortable 

and inviting to the general nublic. Althoudi each stvie of architecture has unique characteristics. 

successful community architecture incoroorates a relatively similar scale of building elements: 

size, rhythm and deoth of windows: materials: roof articulation such as dormers: nroiecting bav 

windows: subtly exoressed structural bavs: entry points, signage: etc. 

fc) All buildings should be of a trioartite architectural configuration consisting of base, middle and 

exoressive too. As buildings increase in height fabove 3-4 stories depending on location), thev 

should be shaoed to be increasingly slender and broken down in scale toward the top. Top floor 

elements shall include a coordinated design of sloped roofs, gables, dormers, and/or setback 

balcony. 

fd) Materials shall be warm, inviting, and sunnortive of surrounding existing buildings f generally 

over 2 stories in height) and the overall neighborhood context. In addition, highlights and subtle 

embellishments are needed to create a desirable community of buildings. Stringcourses, lintels. 

sills and trim will soften, refine and enliven facades through their contrasting articulation and 

cast shadows. Other potential key locations for articulation are at the buildine base, entries. 

comers, too floor and silhouette. 

(e) Proiects must relate to human dimensions and provide a sense of intimacy in all aspects of 

design from building concent develooment to construction details. Of particular imoortance are 

the treatment of the ground olane and other oarts of the proiects. which can be seen and 

experienced directly bv the public. 
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(f) Building scale and wall treatment including the provision of windows, should be sensitive to 

existing residential neighbors. 

(g) An AHO Project’s active ground floor non-residential uses shall meet a need desired bv the 

surrounding neighborhood and in particular affordable apartment renters. 

(h) Special planning and architectural attention is required for new development adjacent to or 

added to historically significant buildings. Every effort should be undertaken to harmonize with 

historic structures. Mitigate height bv incorporating sloped roofs/upper floor setback in the 

newer building. 

(i) Given AHO’s resulting reduction in open space per resident a communal space troof deck- 

covered entry porch, lobby meeting room, etc.) is needed. 

(j) Parking/bicvcie storage facades along a public wav shall be treated residentiallv similar to 

balance of the building. 

(k) Trash that is handled to avoid impacts (noise, odor, and visual quality) on neighbors, e.g. the use 

of trash compactors or containment of all trash storage and handling within a building is 

encouraged. 


Action: No action at Ordinance Meeting 8.8. 
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9 Implementation of Affordable Housing Overlay 

(a) The City Manager shall have the authority to promulgate regulations for the implementation 
of the provisions of this Section 11.207. There shall be a thirty-day review period, including a 
public meeting, to receive public comments on draft regulations before final promulgation. 


AMENDING language 

Offered by: 

Devereux 

(a) The City Manager shall have the au 
of the provisions of this Section 11.207 
including a public meeting, to receive f 
promulgation. 

thority to promulgate regulations for the implementation 

. 1 ncrc snail dc d. bixiv^uav uiiriT-uuv icvicw pciiuu, 

)ublic comments on draft regulations before final 

Action: No action at Ordinance Meeting 8.8. 

41A 


(b) The Community Development Department may develop standards and procedures appropriate 
to and consistent with the provisions of this Sections 11.207 and the above regulations. 

10 Enforcement of Affordable Housing Overlay 

The Community Development Department shall certify in writing to the Superintendent of 
Buildings that all applicable provisions of this Section have been met before issuance of any 
building permit for any AHO Project, and shall further certify in writing to the Superintendent of 
Buildings that all documents have been filed and all actions taken necessary to fulfill the 
requirements of this Section before the issuance of any certificate of occupancy for any such 
project. 
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ADDING Language 


Offered by; | Mallon & McGovern 


11 Review of the Affordable Housing Overlay 

After a period of five years from the date of enactment of this Ordinance and every five years 

henceforth, the Affordable Housing Trust and the Community Development Department shall 

provide to the Council a report containing the following: 

(a) Number of sites and their location bid on for the purpose of Affordable Housing Projects 

(b) Number of sites and their location acquired for the purpose of Affordable Housing Projects 

(c) Number of units created at each individual site 

(d) Total number of residents served by Affordable Housing Projects 


Action: No action at Ordinance Meeting 8.8. 

42 


ADDING lanenatse 

Offered by: 

Carlone 


13 Five Year Affordable Housing Overlay Progress Report and Review 

The Community Development Department will prepare a progress report to the City Council, which 

evaluates the effectiveness of the Affordable Housing Overlay in increasing affordable housing 

throughout the city and evaluates with neighborhood consultation all built and approved projects. This 

report will include site-specific outcomes to meet City goals. It shall be completed bv the end of the Sth 

year of the Ordinance. Upon receipt the Ordinance Committee will hold public hearings to discuss the 

report’s findings and recommendations. 


Action: 


43 


ADDING language 


Offered by; 


Devereux 


11 Annual Review Required 

The Community Development Department shall prepare an annual progress report to present in public 

meetings of both the City Council’s ordinance Committee and the Planning Board that evaluates the 

effectiveness of the Affordable Housing Overlay in balancing the goals of the Ordinance to increase 

affordable units throughout the City while meeting environmental and mobility goals and measures the 

success of neighborhood consultation and engagement with the design review process. This report will 

include site-specific outcomes. It shall be completed and presented annually, starting 18 months after 

ordination. 


12 Sunset Provision 

The AHO shall sunset once the citvwide target goal of 1.000 new affordable units is reached. 


Action: 


43A 


Prepared by Mayor’s Office UPDATE 08/13/2019 


Page 26 of 26 


















































